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SECKET 
SC-a-20 
h June 1951 


STAFF CONFEriENCE 
agenda 


Director' s Conference itoom. First Floor 
Administration Building 
on Monday, Ii June 1951 j at 1100 hours. 


1. 

Consultants 

Mr. 

0 ackson 


2. 

ftequirements 

Mr. 

1,'eber 



Training 

Col 

. Baird 


u. 

Security of Assistant Directors' Meetings 


25X1 
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